


A Rake At The Gates Of Hell

by RhiannonAmaris



Category: Vertigo
Genre: Poetry
Language: English
Status: Completed
Published: 2000-03-07 08:00:00
Updated: 2000-03-07 08:00:00
Packaged: 2016-04-27 13:11:09
Rating: K+
Chapters: 1
Words: 177
Publisher: www.fanfiction.net
Summary: A Hellblazer poem from John's POV





	A Rake At The Gates Of Hell

